85

4  Public Works Department.

FOR 1326 FASLI

Budget allotment for 1325 Fa-,11
			Actual  expenditure foi (i months ending 31-t  Ardibaist 1325 Fash
			Piobable expenditure for 6 months endinS 30th A ban 1325 Fash
			Totil expenditure up to end of 1325 Fash
			Balance on the estimate
			Allotment for 132b Fash
			Total allotment for 1326 Fash for each service head
		
9
			10              |            11
						32
			13
			14
			15            1
		
Rs
	a
	P
	Rs
	a
	P
	Rs
	a
	P
	Rt
	a
	P
	Rs
	la
	P
	Rs
	a
	P
	Es,
	a
	P

J,00,000
	0
	0
	10,000
	8
	4
	1,89,993
	7
	8
	2,00000
	0
	0
	16,00,000
	0
	0
	3,91,800
	0
	0
	*3,94,800
	0
	0
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